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S FRIES  123  MULTISTOREY  CONCRETE-BLOCK  APARTMENT  BUILDINGS  FOR 
CLIMATIC  REGION  NO.  1 


According  to  the  task  of  Gosgrazhdanstroy  [State  Conmittee  for  Civil  Con- 
struction and  Architecture] , projects  have  been  worked  out  for  two-  to  five- 
storey  apartment  buildings  with  walls  of  large  keramzit-concrete  blocks  and 
lightweight  concrete  blocks  for  construction  in  climatic  region  No.  1 of 
the  USSR  during  the  period  1971-1975. 

Series  123  includes  projects  for  representative  and  sectional  block  apart- 
ment buildings , the  use  of  which  is  envisioned  in  two  regions:  a)  seismic 

(seven  units)  and  aseismic;  b)  with  and  without  permafrost  soils  in  the 
building  foundation;  and  c)  with  calculated  outside  temperatures  from  -30 
to  -50 °C. 

Apartment  buildings  will  be  constructed  from  projects  of  the  series  at 
Magadan  and  Magadanskaya  Oblast,  in  the  area  of  North  Sakhalin  and  in  the 
northern  oil-  and  gas-bearing  regions  of  Western  Siberia. 

Sectional  representative  and  sectional-block  buildings  with  latitudinal  and 
meridional  orientation  and  with  type  "A"  (small)  and  nB"  (large)  apartments 
have  been  developed  in  these  series. 

Development  of  projects  for  sectional  dormitories  for  workers  or  students 
has  been  proposed. 

All  the  projects  of  the  series  were  designed  according  to  tile  requirements 
of  SNiP  II-Ll-71  "Apartment  Buildings.  Design  Standees, " and  alio  other 
normative  materials  which  concern  development  of  Cost-estimate  d jcumentation 
for  climatic  region  No.  1. 

The  buildings  were  solved  in  tb**  design  scheme  with  longitudinal  supporting 
walls  joined  by  floors  on  tadfi  storey.  The  height  of  a stcrey  from  ceiling 
to  floor  is  3.0  m. 

The  variants  in  configuration  of  the  buildings  and  sectional  blocks  provide 
the  :e^uired  ratio  of  apartments  calculated  for  one  family:  35  percent  in 

One-room  apartments,  35  percent  in  two-room,  20  percent  in  three-room  and 
10  percent  in  four-room  apartments.  Five-room  ap?  cments  are  provided  on 
the  first  floors  of  some  sectional  blocks. 

*11  the  apartments  were  designed  with  excess  r.aximum  utility  area  from  Table 
No.  6 of  SNiP  II-Ll-71  up  to  10  percent. 

The  functional  zoning  principle  was  established  in  the  planning  solution  of 
two-,  three  and  four-room  apartments.  '-».e  living  and  service  spaces  are 
conveniently  c^-giected  to  each  other.  Die  kitchens  are  solved  as  dining 


room- kitchens  with  an  area  of  8-9  m2.  All  the  bedrooms  are  insulated.  Each 
apartment  is  equipped  with  a cabinet  for  drying  clothing  with  natural  ex- 
haust and  with  closets. 

Wind  protection  of  the  entrances  is  provided  in  the  building  projects.  The 
facades  have  been  developed  in  two  versions  of  architectural  solutions  — 
with  and  without  balconies. 

The  engineering  equipment  of  the  buildings  contains  central  heating,  hot  and 
cold  running  water,  drain  system,  electricity,  radio  equipment,  telephones, 
television  terminals,  garbage  removal  and  cooking  gas  (with  a variant  of 
electric  stoves) . 

Production  of  articles  for  the  buildings  of  the  series  has  been  organized 
at  plants  of  reinforced  concrete  articles  or  residential  construction  kom- 
binats. 

Transportation  may  be  accomplished  by  ordinary  truck  transport,  erecting- 
tower  cranes  or  truck-mounted  cranes  with  a capacity  up  to  5 tons. 

j. 

Instructions  are  given  in  the  work  drawings  on  production  operations  in 
winter . 


Nomenclature  of  Two-,  Three-,  Four-  and  Five-Storey 
Apartment  Buildings  With  Large  Keramzit-Concrete  Block  Walls 
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Five-Storey  Four-Section  60 -Apartment  Building  With  Type  B 
Apartments 
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Nomenclature  of  Two-,  Uiree-,  Four-  and  Five-Storey  Sectional 
Block  Apartment  Buildings  With  Large  Keramzit-Concrete  Block  Walls 
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Nomenclature  of  Four-  and  Five-Storey  Apartment  Buildings,  Block 
Sections  and  Dormitories  With  Lightweight  Concrete  Block  Halls 
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